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Abstract 

Asymmetrical Capacitor Thrusters have been proposed as a source of propulsion. For 
over eighty years it has been known that a thrust results when a high voltage is placed across an 
asymmetrical capacitor, when that voltage causes a leakage current to flow. However, there is 
surprisingly little experimental or theoretical data explaining this effect. This paper reports on 
the results of tests of several Asymmetrical Capacitor Thrusters (ACTs). The thrust they 
produce has been measured for various voltages, polarities, and ground configurations and their 
radiation in the VHF range has been recorded. These tests were performed at atmospheric 
pressure and at various reduced pressures. A simple model for the thrust was developed. The 
model assumed the thrust was due to electrostatic forces on the leakage current flowing across 
the capacitor. It was further assumed that this current involves charged ions which undergo 
multiple collisions with air. These collisions transfer momentum. All of the measured data was 
consistent with this model. Many configurations were tested, and the results suggest general 
design principles for ACTs to be used for a variety of purposes. 



Introduction 



Prior Experiments 



Sometime before entering college in 1922 Thomas Townsend Brown observed that a force is 
produced on a Coolidge tube when a high voltage is applied. Since then it has been found that a 
force is produced when a high voltage is applied to many other asymmetrical capacitors as well. 
Brown received multiple patents in the U.S. and one in Great Britain for his work ' 2 ' 3 . This 
effect is called the Biefeld-Brown Effect; it was discovered while T. T. Brown was in graduate 
school, working under his advisor, Dr. Paul Alfred Biefeld. While it is generally accepted that 
such an asymmetrical capacitor produces a thrust, there is not a similar agreement on the 
mechanism responsible for the force produced. The purpose of this paper is to provide new test 
results and an analysis of those results to resolve this question. 

Beginning with the work of T.T. Brown, there is a long history of interest in these devices. 
In one configuration, two asymmetrical capacitors are arranged to rotate about a vertical axis. 
This device is generally called an Asymmetrical Capacitor Thruster (ACT). Another common 
configuration involves one capacitor plate above the other, arranged so the device can lift of the 
ground. This device is called a lifter. Alexander de Seversky investigated lifters during the 
1960's with his "Ionocraft" and received a U.S. patent. 4 De Seversky' s craft combined a series 
of wires perpendicular to a mesh plate to lift the device. 
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Robert Talley of Veritay Technology 5 performed tests of ACTs in a vacuum in the late 
1980's under Air Force contract. The tests did not let the ACTs spin, but instead suspended it 
from a torsion wire. This gave him the sensitivity to be able to measure small forces. His report 
is the only written report we have found from the last half-century that describes a measurement 
of a force while in a vacuum chamber. Talley ultimately attributed the force that he observed to 
the electrostatic interaction between the chamber and the device. Talley wrote, "Direct 
experimental results show that under high vacuum conditions... no detectable propulsive force 
was electrostatically induced by applying a static potential difference... between test device 
electrodes..." Talley concluded (page 91 of his report 5 ), "If such a force still exists and lies 
below the threshold of measurements in this program, then the force may be too small to be 
attractive for many, if not most, space propulsion applications." While this work makes a strong 
case against the ability of these devices to produce a force in a vacuum, it did not address the use 
of asymmetrical capacitors in the atmosphere. 

Interest in ACTs and lifters continues today. Jonathan Campbell of NASA's Marshall Space 
Flight Center has designed and tested ACTs that use dielectrics to increase their thrust, receiving 
U.S. patents ' for this work in 2001 and 2002. Thomas Bahder and Chris Fazi of the Army 
Research Lab (ARL) in Adelphi, MD have recently reported work on the subject . They 
constructed multiple devices, both original and reproductions of designs found on the internet 
and made qualitative observations. Bahder and Fazi's paper includes a brief history and an 
attempt at an explanation of the cause of the force observed. However, they conclude that "At 
present, the physical basis for the Biefeld-Brown effect is not understood." J.L. Naudin 9 and 
others have constructed devices similar to the original Brown patent, and then assembled 
multiple devices into larger designs to create "lifters" that perform similarly to de Seversky's 
craft. These designs vary greatly in size and shape; some are multiple cells or have stacked 
layers of cells, to create more efficient and more powerful devices. 

Present Approach 

In spite of all of this attention, there is no clear consensus on how a force is produced. There 
is a surprising lack of information on this subject in peer reviewed journals. Given this situation, 
and the prevalence of speculation from a variety of other sources, we performed an experimental 
and theoretical study. Our primary goal was to make careful measurements and to see if they 
could be explained by well known physical principles. Our secondary goal was to understand 
this device as an "engine" that produces thrust, and to learn how to improve its efficiency. 

It should be noted that in sources other than peer reviewed journals, there is a large number 
of explanations for the operation of lifters. Some of these explanations suggest that such devices 
should work in a vacuum, and many involve mechanisms that seem to violate accepted physical 
principles. We took data and developed a simple theory, based on well-known (elementary) 
physical principles. The comparison of theory and data was often qualitative, but numerical 
simulations were also used. These simulations were designed to elucidate the causes of some 
specific features of the experimental data. All of the experimental data was found to be 
consistent with the theory and numerical simulations. According to Occum's Razor, the simplest 
explanation is the best. In that context, we note that our model was simple and was based on well 
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known physical principles, and it was sufficient to explain all of our data and the data we have 
found in the literature. 

Some Proposed Theories 

The operational characteristics of ACTs and lifters provide some clues as to how they 
produce thrust. Various size and shape devices generally require a voltage ranging from a few 
kilovolts to 100 kilovolts or more to produce a measurable force. The asymmetry of the devices 
is widely accepted as instrumental in allowing a force to be produced. For most designs (but not 
for all, as our test data below shows) the direction of the force is independent of the polarity of 
the applied voltage, but instead depends on the asymmetry of the capacitor. 

Several theories have been proposed to explain the thrust produced by asymmetrical 
capacitors. Due to the lack of prior articles in peer reviewed journals explaining this thrust, 
proposed theories from a variety of sources will be noted here. These theories involve 
mechanisms such as ablative material on the capacitor surface, polarizing the vacuum into matter 
and antimatter, and electrostatic forces. 

Ablative material will be discussed below. However, as a preview it may be mentioned that 
for the velocities of the ejected material that might be expected to result from thermal or 
electrostatic forces, the amount of material that would need to be removed is much greater than 
that available. The suggestion of polarizing the vacuum into mater and antimatter appears 
inconsistent with known physics, since the energy available at the particle level, due to an ACT, 
is roughly 9 orders of magnitude too small. These proposed mechanisms are discussed in more 
detail under "Theoretical Analysis." 

Another class of theories involves electrostatic forces. A thrust might be produced due to the 
charges on the ACT interacting with either charges on nearby bodies or with charges comprising 
the leakage current produced by the ACT itself. For example, even in a vacuum chamber, the 
ACT might interact with charges induced on the walls of that chamber. Static charges on the 
ACT might interact with induced charges on metal or dielectric objects near the chamber. A 
related explanation uses the fact that for some configurations the leakage current flows in bursts 
called Trichel Pulses . These bursts radiate, and they can create a varying charge on nearby 
conductors. It is possible that such a charge might interact with the charge on the ACT, and 
produce a force. 

In isolation (i.e., in a vacuum) the interaction of the charge on the ACT with its own leakage 
current cannot produce a net thrust. Charged particles leaving one plate accelerate and 
electrostatic forces transfer momentum to the capacitor. However, when these charged particles 
reach the other plate, they transfer the opposite amount of momentum to the capacitor, and there 
is no net effect. However, in the atmosphere this can produce a thrust. Ions in the leakage 
current undergo multiple collisions with the air before reaching the other plate. These collisions 
transfer momentum to the air, and the net effect is that an equal but opposite amount of 
momentum is transferred to the ACT. This explanation says that the direction of current flow 
(defined as the direction of net positive charge flow) is not as significant as the direction that 
charge carriers actually move (regardless of the sign of their charge). This would suggest that 
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the asymmetry of the device is more important than the polarity of the applied voltage, in 
agreement with our observations and those of others. 



Tests Performed 

Experiments were designed to evaluate several proposed theories. Four different capacitor 
designs were tested. The initial tests took place in a rectangular wooden enclosure. Its interior 
was covered by aluminum and grounded. Later, tests were performed in a stainless steel vacuum 
chamber with the same dimensions. Each of the four different devices tested included a disc and 
a hollow cylinder, as shown schematically in figure 1 . 






1 







Figure 1 - Schematic of the four devices tested. 



All four devices were mounted in pairs on opposite sides of a vertical axis. Figure 2 shows 
Device 1 , which consists of a copper disc mounted coaxially to a hollow copper cylinder and 
separated by approximately 2.5 inches. 




Figure 2 - Device 1 mounted on rotation assembly 
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Device 2 included the copper disk and cylinder of Device 1, and in addition contained a 
dielectric in the gap between the 2 electrodes, as shown in figure 3. 




Figure 3 -Device 2 

Device 2 was used to show the effects of dielectric material. Devices 3 and 4 do not 
contain any dielectric material, but rather they are designed to show the effects of additional 
asymmetry. The asymmetry of Device 1 lies in the fact that the edges of the disk may be 
considered more of a sharp edge than the edges (ends) of the cylinder (this is made more precise 
by our numerical simulation, see fig. 7 below). One hypothesis tested was that currents may 
more easily flow from such sharp features. To test this, Devices 3 and 4 have a rounded collar on 
the edge of the cylinder nearest to the disk. The thickness of this collar is several times the wall 
thickness of the cylinder with an inner radius of 0.016 m and an outer radius of 0.018 m for 
Device 3 and inner and outer radii of 0.017 m and 0.022 m respectively for Device 4. The collar 
on Device 4 extends 0.004 m axially along the cylinder, while the collar on Device 3 only 
extends 0.002 m. In addition to this smoothing of the cylinder, the disk in Devices 3 and 4 is 
given an additional sharp feature. Multiple sharp wires are attached to the edge of the disk, and 
they point towards the cylinder. These wires are made of aluminum, and they are taken from a 
screen intended to be used in a window screen in a home. Device 4 was distinguished from 
Device 3 in that in addition to these features, Device 4 also had short aluminum wires on the 
edge of the cylinder most distant from the disk. 

Two of each device were constructed, and each pair was mounted the ends of a horizontal 
arm. The horizontal arm was supported by a vertical column free to rotate on bearings. The 
column bearings were mounted to the inside of a rectangular structure, closed on the ends and 
open on the sides. The rotating assembly and the surrounding structure were made almost 
exclusively of Lexan® in order to electrically insulate the devices from the surroundings and to 
prevent out-gassing that could influence test results when under vacuum. Lexan® also allowed 
for quick manufacturing of the system with minimal waste. Figure 4 gives a schematic of the 
rotating column, horizontal arm and support structure. 
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Figure 4 - Test setup with rotating portion and support structure 

The rotation of the vertical column was measured using a laser which reflected off of a six 
sided mirror near the bottom of that column. Each time the column made one revolution, six 
pulses of the reflected laser light were counted at a photodiode. This allowed the rotation rate 
and the angular acceleration to be computed. The moment of inertia of the assembly was 
measured using a torsion pendulum. Also, spin down tests were performed, which involved 
measuring the deceleration of the device when the driving force was removed. This provided the 
angular deceleration as a function of angular velocity. Using the moment of inertia, it was simple 
to compute the frictional torque as a function of angular velocity. Details of these measurements 
will be given in a conference paper. 

The experimental procedure was to run each device until it attained its maximum angular 
velocity. For that particular device (mounted on each end of the horizontal arm) and for that 
angular velocity, the frictional forces were then found using the spin down tests and the moment 
of inertia for that device. It was then assumed that the driving force was equal to the frictional 
force when the device was running at a constant angular velocity. 

Four different configurations (A through D) were used. The four configurations result from 
two choices of polarity for the applied voltage and two choices for the location of the ground. 
These configurations are illustrated in figure 5. 
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Figure 5 - Schematic of the four wiring configurations. 

In our laboratory preliminary tests of Devices 1 and 2 were conducted in the aluminum lined 
wooden box. For these initial tests there was no control over the atmosphere (e.g. the relative 
humidity) surrounding the devices. All four devices were then tested under different vacuum 
levels, in both dry air and nitrogen while in the vacuum chamber. Device 4 was also tested under 
multiple pressures in an argon environment in the chamber. 

The vacuum chamber used measures 36" x 50" x 72" and is located at Pittsburgh Materials 
Technology Incorporated in Pennsylvania. In addition to three viewing ports, the chamber was 
equipped with sufficient ports to allow high voltage wires to pass through in addition to another 
port which the antenna lead was fed through. To conserve space, further details of the 
experimental procedure will be given elsewhere, as will results for using gasses other than air. 

Observations 

Much of the data described below was taken from tests in the vacuum chamber. The test 
procedure was to first pump down to a high vacuum (better than 10~ 4 Torr), and to then raise the 
pressure in steps by inserting dry air. 

Each time measurements were performed in a partial vacuum, one person was assigned to 
observe through a viewing port. This was important since our equipment could not measure a 
rotation of less than a sixth of a turn. Our experimental design was not optimized to measure a 
very small force, since a maximum voltage of 50 kV was applied to the ACT and since we did 
not use a device such as a torsion pendulum, which would have allowed the measurement of 
smaller forces. 

After several days of tests, we found that no device showed signs of rotation at a pressure 
less than 300 Torr, with one exception. When Device 2 wired according to Circuit A was placed 
in the chamber and immediately pumped down to a pressure of 5.5 x 10~ 5 Torr, something 
interesting happened. The voltage on it was increased to 44 kV, and through the viewing port a 
large arc was observed. At that same moment, the device was seen to move about an eighth of a 
rotation and stop. 
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The large arc that was observed suggests that this movement was most likely caused by 
material being ejected from the device. This material might be either the copper on the plates or 
it might be water vapor. Each time the chamber was opened and then pumped down to a high 
vacuum, for a period of about thirty minutes the pump would frequently cycle on and off. We 
attributed this to water vapor and other impurities attaching themselves to all of our equipment in 
the chamber while it was open to the room environment. It may be significant that the large arc 
and slight movement occurred during the time these impurities were being removed. The amount 
of material that would be necessary to cause this slight one time movement would be hard to 
detect. (The case of continuous operation is discussed under "Ablative Material" below.) 

All tests were performed by increasing the voltage slowly and observing the resulting 
motion. Generally, some motion (less than a tenth of a rotation) would be observed at an 
intermediate voltage, and then after a significant further increase in voltage rotation would begin 
again. It was very clear that the air in the test fixture was becoming charged. One could feel this 
on the hairs on their arm after a test was run. This apparently affected the operation of the 
ACTs. 

The devices generally only rotated in one direction, the direction so that the disk was in front. 
However, there were some exceptions, as described in this paragraph. Device 1 was tested in air 
at approximately atmospheric pressure for the four configurations, Circuits A, B, C, and D (see 
fig. 5). For all four cases the voltage used was about 34 kV. Circuits B and C spun "backwards." 
Circuit B turned at 4 RPM for a while, and then stopped. After fresh air was supplied it again 
spun at a slow speed. Circuit C only moved a half a turn, and then stopped. Circuits A and D 
rotated "forwards," meaning the disk led the motion. Circuit D moved only a part of a rotation, 
while Circuit A attained 24 RPM and higher speeds on repeated tests. Device 2 Circuit B also 
showed some slight one time "backwards" motion. 

Through the course of this testing, a few patterns became very apparent. All of the devices 
that rotated forwards moved faster when the cylinder was grounded (i.e. Circuit A was preferred 
over C and D over B.) Comparing Devices 1 through 4 with the cylinder grounded, Device 4 
turned the fastest with a negative voltage on the disk (Circuit D), while all other devices turned 
the fastest with a positive voltage on the disk (Circuit A). 

Table 1 below gives some quantitative information regarding Devices 3 and 4 wired 
according to Circuits A and D, and run at atmospheric pressure. For each combination, four 
quantities were measured. The "Voltage Applied" is the magnitude of the voltage applied to the 
disk. For these cases, the cylinder was kept at ground, as was the stainless steel box forming the 
vacuum chamber walls. The "Current Across ACT" is the current that flowed through the rear 
electrode (the cylinder). The "Total Current" is the current passing through the disk. These 
currents differ since some current may flow through the charged air in the chamber. The final 
number is the maximum rotation rate (in RPM) that was achieved after the device was allowed to 
run for about a minute. 
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TABLE 1 




Device 


Circuit 


Voltage 


Current Across 


Total Current, 


Number 


Letter 


Applied, 
(kV) 


ACT, 
(micro Amps) 


(micro Amps) 


3 


A 


40 


220 


240 


3 


D 


39 


89 


115 


4 


A 


42 


130 


160 


4 


D 


46 


307 


340 



RPM 



110 
90 

128 
138 



Measurements were also made of VHF radiation from the ACT. This radiation was expected, 
since the current often flowed in bursts called Trichel pulses. We found that when the ACT was 
immersed in argon or nitrogen the current did not flow in bursts and such radiation was not 
received. However, our results suggested that, nevertheless, a similar force was produced in 
argon and nitrogen. This suggests that whether the current flows in bursts or not is not essential 
to the operation of the device. 

Some Device/Circuit combinations showed rapid rotation at pressures ranging from 
300 Torr to atmospheric pressure. They all rotated more slowly as the pressure was decreased. 
However, all of these devices were designed with a gap just large enough to prevent arcing at 
atmospheric pressure for voltages just below the largest voltage we could produce, 50 kV. Using 
this criteria and well known formulas, one could optimize the design for lower pressures. For 
example, one could increase the distance between electrodes as the pressure is decreased. In 
addition, the asymmetries due to sharp edges (such as the wires used in Devices 3 and 4) also 
produce additional thrust. 



Theoretical Analysis 



Ablative Material 



Ablation of the electrodes produces charged particles. If we assume that these charged 
particles have the thermal energy associated with electrodes which cause arcing, these particles 
would have the following speed: 

v= (1) 

where k is Boltzmann's constant, Tis temperature, and m is mass of the particle. For a copper 
electrode the temperature of the electrode is likely to be on the order of 2600 K. Substituting this 
temperature, the mass of a copper atom, and Boltzmann's constant into the above equation gives: 



f 



v = 



V 



8x(l.3807xl0- 23 V Jx(2600 k) 

/ K ' 

^(l.0544xlO" 25 Ag) 



A 



1/2 



= 930m/s 



(2) 



J 
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If these atoms or ions are assumed to travel directly from one electrode to the other, the mass 
flow rate at this velocity associated with a given force is: 

dm __F 



dt 



v 



Using a force observed for one of our test devices, and the speed calculated above: 

dm 0.014N/ t , vin - 5 r , rA , 

/mi 1 / =1.5x10 kg/s (4) 

dt /931.1m / s ** 

This means that the smaller electrode, which initially weighed roughly 0.005 kg would be 
completely ablated 10 times over in one hour of testing. As no signs of degradation of the 
electrode were visible, even after repeated testing, this mechanism cannot be occurring on this 
scale or creating a large portion of the force produced. Thus, we conclude that removal by heat 
due to events such as sparks cannot explain an appreciable part of the forces that were observed 
during steady state operation. It could, however, explain infrequent events associated with a 
slight motion. 

Polarizing the Vacuum 

Various web sites provide a variety of explanations for the thrust produced by lifters. 
Explanations vary from electrostatic effects 11 to "an interaction between the high- voltage 
components of the Lifter and the surrounding vacuum-properties of the environment," as 
suggested by the American Antigravity Organization 12 . Such an explanation, were it true, 
might also provide hope that lifters and ACTs could provide a propulsive force in a vacuum. 
Our data did not show any evidence for forces in a vacuum. More importantly, we note that the 
electrostatic forces of our devices are many orders of magnitude too small to achieve this result. 
For instance, the accelerator at CERN can achieve energies up to a terra electron volt. With these 
energies, it is possible to create matter and antimatter from pure energy. 

The energy to create an electron-positron pair is about a Mega Electron Volt (this is 2mc 
using the mass of an electron for m). Although the work done on an electron in moving across an 
ACT can be 100 keV, it is not appropriate to compare that number to the Mega Electron Volt. 
This work is done over centimeters while the relevant comparison is the work done on an 
electron within an atomic length scale or smaller (such as angstroms or less). Over a one 
angstrom gap, the available energy is less than a billionth of a Mega Electron Volt. This 
calculation suggests that this mechanism is not viable, and our experimental data does not 
provide any evidence for it. 

Electrostatic Forces without Current Flow 

One possible explanation for lifters might be electrostatic forces due to a net charge on 
the lifter interacting with induced charges (e.g. image charges) in the ground below. Lifters use a 
stationary power supply, and how it is configured determines if there is a net charge on the lifter 
(note the ground can be wired in different ways, and some examples are illustrated in figure 5 
above). To investigate this possibility, assume the extreme case of a perfectly conducting ground 
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plane below a lifter, and also assume that its distance from the lifter is one hundred times the 
distance between the charged plates of the lifter. If one plate is at ground and the other is at a 
voltage such as 100 kilovolts, then the electrostatic force between the lifter and an image charge 
is significant. Computations show it is about the magnitude necessary to lift the lifter. However, 
this force is attractive, so it would pull the lifter down, not push it up. 

The power supply could be configured so that the lifter has zero net charge. That is, one 
plate could be positively charged and the other negatively charged, giving zero net charge. This 
gives the electrostatic field of a dipole. If there were a perfectly conducting ground plane below 
such a lifter, then an image dipole would be induced. The resulting force would be reduced from 
that discussed above by a factor of one hundred squared, since each dipole would give a field 
about one hundred times smaller than a single charge. However, using a dielectric of relative 
dielectric constant one hundred would increase the force by a factor of one hundred squared. 
This force would then be of about of the magnitude that lifters experience. However, the force 
between a dipole and its image is attractive, so it would be a downward force. 

These effects are not likely to be significant for actual lifters, since grass and even a concrete 
floor (possibly with rebar in it) is not a good conductor. These effects may be more relevant for 
ACTs which may operate near metal objects. However, when an ACT rotates within a metal box, 
these effects may be expected to average to zero. These devices create a dipole like field for all 
distances larger than a few times the distance between their electrodes. This field is the same in 
front of the device as behind it, except for a change of sign. This symmetry causes a nearly total 
cancellation offerees for a rotating device. We note that Talley's experiment did not rotate, but 
instead suspended the device from a stiff wire. Since that did not rotate, his design was 
susceptible to electrostatic effects, as he reported. 5 

There are other plausible mechanisms for creating an electrostatic force. For example, 
accelerating charges radiate. When this radiation is incident on a conductor (or dielectric), it 
can cause a current. If the current and charge on the ACT were non uniform (as happens, for 
example, when there are Trichel Pulses), then there could be an induced charge and a resulting 
electrostatic interaction. We expect that such an effect would be quite small. Any charges that 
accelerate also decelerate, either by collisions with air the other electrode. These effects tend to 
cancel, so the net result should be quite small. Also, our experimental data using Argon show the 
ACT still produces a force, which depends on the current, and voltage in a similar way to in air. 
However, in Argon the current flows uniformly, and not in bursts. Thus, since this mechanism 
would not give a force in argon, we conclude that it is unlikely to be significant. 

Electrostatic Forces with a Current Flow 

A simple model was found to explain all of our data. The thrust produced can be explained 
by electrostatic forces moving ions, and by those ions transferring their momentum to the 
surrounding air by collisions. Using some reasonable approximations, this force can be easily 
computed. Later, some of those assumptions will be removed and the calculation made more 
accurate. We assume for now that all of the current consists of N2 ions traveling directly from 
one electrode to the other, and further assume that the voltage changes uniformly from one 
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electrode to the other. Furthermore, we assume that all of the ions move from one electrode to 
the other. That is, all of the ions have the same charge and move in the same direction. 

With these assumptions, the Force F may be computed in terms of the total charge, q, the 
Voltage applied, V, and the distance between electrodes, d, as 

F = qE = qV/d = tlV/d (5) 

This force is repulsive between the charge of the ion source and the ions that are moving 
between the electrodes. The total charge between the plates is given by the current flowing times 
the time it takes to travel between the plates. Assuming that at atmospheric pressure in air there 
are 10 10 collisions per second, and that each collision on average stops a moving ion, we find that 
the distance between collisions in terms of the mass of an ion, m, is 

d = (1/2) a t 2 = (1/2) a [10" 10 sec] 2 where a= F/m = [eV/d]/m (6) 

The total time t to travel a distance d is then 

t = 10 -10 sec (d/d )= 2d (10 10 /sec)/a = 2d 2 10 10 sec m/(eV) (7) 

Substituting (7) into (5) gives 

F = 2d(10 10 /sec)ml/e (8) 

F = 2(7c44.7xl0- 2 ^g) C0035 ^^ )xl()10 /sec = lMNt 
1.6x10 Coul. 

Now, some of the assumptions made above will be removed. One type of lifter uses a vertical 
metallic strip, and a wire above that strip. As ions move away form that wire, the electric field 
directs the ions towards the larger electrode, the metallic strip. A simulation of this device has 
been computed, and is shown in figure 6. Since each side of a lifter is relatively long (compared 
to the other two dimensions), it is modeled as a two dimensional object. 

Because of the multiple collisions with air, momentum is not significant and the ion's paths 
are taken to be along the electric field lines. The ion's speed at each location is proportional to 
the strength of the field at that location. In figure 6 the ion's paths are shown in grey and the 
lifter is shown in black. This simulation is computed assuming that the metallic strip is at the 
same voltage as ground, which is different from the voltage of the wire. This simulation took 
into account forces between the ions and the electrodes of the lifter. It did not take into account 
the forces the ions exerted on each other. 



NASA/CR— 2004-213312 12 




Figure 6 - Paths of ions emitted from lifter style asymmetrical capacitor. 

Equation 9 gave a formula for computing the thrust produced by a lifter or an ACT. It 
assumed that everything functioned perfectly, and as such represents the maximum thrust that 
could be produced. For example, it did not consider the possibility that some ions would move in 
the opposite direction, which would decrease the net force somewhat. Also, the derivation of that 
formula assumed that all ions took the direct path between the electrodes. In figure 6, that would 
be the path straight down from the wire to the strip. However, for the lifter of figure 6 one would 
expect that ions are produced equally in all directions around the wire (since very close to the 
wire, the electric field is radial, and approximately equally strong in all directions). 

One could ask if the paths that are less direct produce more or less force than the direct 
path. Our numerical computation showed that a given current flowing along a path produces a 
contribution to the total thrust which is proportional to the vertical extent of that path. Averaging 
over all paths, we found that for this lifter geometry the total force would be increased by 38% 
above that computed in equation 9. 

This numerical result for the total impulse produced by an ion moving from one plate to 
the other can also be found by a simple argument. An ion travels at a drift velocity, s, which 
varies according to the local applied force according to the proportionality, 



s = aF 



(10) 



Since an ion moves a vertical distance dh, which is related to the time it takes to move that 
distance, dt, by the formula 
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dh = sdt (11) 



one finds that the impulse produced when an ion moves a distance dh is 



JFdt = \Fdhls = ^Fdh/(aF) = jdh/a (12) 



Thus, the total impulse produced over a path is proportional to the sum of dh, or the total vertical 
extent of that path. This mathematical model shows that the force produced by each ion is 
directly proportional to the linear distance traveled along the plane of the device towards the 
plate, in agreement with the numerical simulation. 

Device 4 for Circuit A generated the most force for the power consumed. Using equation 
(9) to compute the force, we find the force is 77% of that measured. This computation used the 
direct across distance between the disk and the near end of the cylinder. Due to the uncertainties, 
of current flowing in both directions decreasing the force, and of the argument of figure 6 
increasing it, this agreement is quite good. 

There are several qualitative but distinctive features of the experimental results. They 
may be summarized by noticing several patterns. The less symmetric devices, Devices 3 and 4, 
always ran in the same direction, for all four circuits (A through D). The more symmetric 
devices, Devices 1 and 2, showed movement in a direction that depended on the location of the 
ground, but not on the polarity. That is, Circuits A and D ran forwards, while B and C ran 
backwards. This may be explained by a physical argument, which is supported by numerical 
modeling. 

Consistent with the ion drift model for the force produced, there must be a source of ions. 
When ions are produced by one plate of the capacitor, they will have the same charge as that 
plate and will repel it. As a result, the device should turn with the plate producing ions (or 
producing more ions) in front. The needles in the disk in Devices 3 and 4 produce a strong local 
electric field, that is likely to be a significant source of ions. Thus, it is expected that that Devices 
3 and 4 should turn faster than Devices 1 and 2 as we observed, and it also is expected that the 
disk should be in front, as we also observed. 

To explain the behavior of Devices 1 and 2, we need to understand how these devices 
produce ions. The basic physical reason is the same reason why charged sharp objects have a 
high electric field. As a thought problem, consider an isolated straight thin wire held at a 
potential of one volt. The charges within the wire are all in equilibrium, so the electrostatic 
forces pushing them along the wire must cancel out. Very near either end of the wire, say the 
right end, the repulsion from all of the charges to the left must cancel the repulsive force from 
the charges to the right. Since there is little room to the right, there must be a high charge density 
there. This is a well know effect. It explains why charged sharp objects such as needles have a 
high electric field near them. In addition, it explains the operation of Devices 1 and 2 

Devices 1 and 2 rotate in a direction which depends on which surface is grounded, which 
certainly makes sense. It is only the charged surface that generates a strong electric field near it. 
Also, when the cylinder is grounded and the disk charged, more thrust is generated than when the 
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disk is grounded and the cylinder charged. This could be explained if putting the disk at a voltage 
produces a stronger field near it than the field produced near the cylinder when it is placed at the 
same voltage. It makes sense that since the interior end of the cylinder (the end near the disk) is 
in the middle the voltage should be smoother there producing less electric field, as compared to 
near the disk. These arguments are suggestive only, but they may be verified by numerical 
modeling. 






B 

FIGURE 7. Equal voltage contour lines for a two dimensional model of Device 1, with the front plate 
(disk) charged (A), the rear plates (cylinder) charged, and with both held at the same voltage from 
ground (C). 

A simple two dimensional version of the disk and cylinder was modeled. It is expected 
that features, such as how fields at interior and exterior edges differ, will be the same in two and 
three dimensions. The results the model are shown in figure 7. In part A, the "disk" was charged, 
and the "cylinder" was held at ground. Not surprisingly, there is a strong electric field near the 
disk, as shown by the closely spaced voltage contours near it. In part B, the cylinder is charged 
while the disk is held at ground. A strong electric field results near the interior edge of the 
cylinder. This explains why the device rotates "backwards" for Circuits B and C. One can also 
see from figure 7 that the electric field is stronger near the disk when it is charged (see Part A) 
than it is near the cylinder when it is charged (see Part B). In fact, numerically we found the ratio 
of strengths to be almost two to one. This agrees with our observations that that the device 
rotated much faster (in the forward direction) for circuits A and D than it rotated (backwards) for 
circuits B and C. 



NAS A/CR— 2004-2 1 3 3 1 2 



15 



Conclusions 

A series of careful tests have been performed on Asymmetrical Capacitor Thrusters 
(ACTs). In the past, several mechanisms have been proposed for the thrust that they produce. 
These mechanisms were considered, both on theoretical grounds and by comparison with test 
results. All of the mechanisms considered were eliminated except one. A simple model was 
developed of ions drifting from one electrode to the other under electrostatic forces, and 
imparting momentum to air as they underwent multiple collisions. This model was found to be 
consistent with all of our observations. It predicted the magnitude of the force (thrust) that was 
measured. It also predicted how the direction of the thrust changed when the location of the 
ground wire changed. Furthermore, it also predicted that the direction of the thrust was 
independent of the polarity of the applied voltage. Finally, it qualitatively predicted how the 
magnitude of the thrust varied as the design of the ACT (its shape, etc.) varied, over many 
such design changes. It may be concluded that that the ion drift model explains how a thrust is 
developed by ions pushing on air. Tests were also performed in nitrogen and argon, and were 
performed at reduced pressures. A thrust was also produced at moderately reduced pressures, 
when the ACT produced a current flow without causing a breakdown of the air or other gas. In 
spite of decades of speculation about possible new physical principles being responsible for the 
thrust produced by ACTs and lifters, we find no evidence to support such a conclusion. On the 
contrary, we find that their operation is fully explained by a very simple theory that uses only 
electrostatic forces and the transfer of momentum by multiple collisions. 
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